166    DOCKETED ITEMS

-9004270318 Insp Repts 50-313/90-06 & 50-368/90-06 on 900305-09-No inspector-
identified violations or deviations noted.Major areas inspected:radiological environ
monitoring program & certain aspects of radwaste radiological effluent releases.
WILBORN.L, MURRAY.B. Region 4, Ofc of the Director. 90/04/09.12pp. 53652:255-
53652:266.

9004200525 Suppl 1 to NRC Info Notice 89-070, "Possible Indications of Misrepresent-
ed Vendor Products." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/26.
Consolidated Edison Co. of New York. inc. 102pp. 53601:131-53601:234.

9005040192 Insp Repts 50-313/90-13 & 50-368/90-13 canceled.
COLLINS.S.J. Region 4, Ofc of the Director. 90/04/26. CARNS.N.S. Arkansas Power
& Light Co. 2pp. 53738:200-53738:201.

9004240313 NRC Info Notice 90-027, "Clarification of Recent Revs to Regulatory Re-
quirements for Packaging of U Hexafluoride (UF6) for Transportation." Svc list encl.
TEN EYCK.E.Q. Division of Safeguards & Transportation (Post 870413). 90/04/30.
Consolidated Edison Co. of New York, Inc. 97pp. 53742:001-53742:099.

9004240359 NRC Info Notice 90-028, "Potential Error in High Steamline Flow Setpoint."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/30.
Consolidated Edison Co. of New York, Inc. 91pp. 53601:235-53601:327.

9004240393 NRC Info Notice 90-029, "Cracking of Cladding & Heat-Affected Zone in
Base Metal of Reactor Vessel Head." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/30.
Consolidated Edison Co. of New York, Inc. 97pp. 53601:328-53602:067.

9004250159 NRC Info Notice 90-030, "Ultrasonic Insp Techniques for Dissimilar Metal
Welds." Svc list encl.

ROSSi,C.E. Division of Operational Events Assessment (Post 870411). 90/05/01.
Consolidated Edison Co. of New York, Inc. 98pp. 53663:084-53663:183.

9005030007 NRC Info Notice 90-032, "Surface Crack & Subsurface Indications in Weld
of Reactor Vessel Head." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/03.
Consolidated Edison Co. of New York, Inc. 100pp. 53753:104-53753:203.

9005080261 Forwards Insp Repts 50-313/90-04 & 50-368/90-04 on 900129-0202 & no-
tices of violation & deviation.Subsequent meeting held on 900427 to provide update
on insp findings.

COLLINS.S.J. Region 4, Ofc of the Director. 90/05/03. CARNS.N.S. Arkansas Power
& Light Co. 4pp. 53785:009-53785:045.

-9005080263 Notice of violation from insp on 900129-0202.Violation noted:byproduct
matl transferred to specific licensee w/o verifying that transferee authorized to receive
matl.

*  Region 4, Ofc of the Director. 90/05/03. 2pp. 53785:013-53785:014.

-9005080265 Notice of deviation from insp on 900129-0202.Deviation notediduring
1989 gas decay tanks were not routinely pressurized before tanks isolated for storage
of radwaste gas.

*  Region 4, Ofc of the Director. 90/05/03. 1p. 53785:015-53785:015.

-9005080268 Insp Repts 50-313/90-04 & 50-368/90-04 on 900129-0202. Violations &
deviations   noted.Major  areas  inspected:  radiation  protection.radioactive   effluent
releases.low level radwaste & transportation of radioactive matls.
BAER.R.E., NICHOLAS.J.B., PAUL.R.A. Region 4, Ofc of the Director. 90/03/23.
30pp. 53785:016-53785:045.

9005230133 Forwards Insp Repts 50-313/90-04 & 50-368/90-04 on 900129-0202,no-
tices of violation & deviation.Licensee identified violations noted but not cited.
COLLINS.S.J. Region 4, Ofc of the Director. 90/05/03. CARNS.N.S. Arkansas Power
& Light Co. 4pp. 53907:243-53907:279.

-9005230136 Notice of violation from insp on 900129-0202.Violation noted:individuals
hair contaminated w/30 nonacuries C-58 on 891220 could not be decontaminated &
hair was not removed.

*  Region 5, Ofc of the Director. 90/05/03. 2pp. 53907:247-53907:248.

-9005230140 Notice of deviation from insp on 900129-0202.Deviation noted:during
1989,gas decay tanks in Unit 2 not routinely pressurized to 123 psig before isolation
for storage of radwaste gas in both units.

* Region 5, Ofc Of the Director. 90/05/03.1p. 53907:249-53907:249.

-9005230145 Insp Repts 50-313/90-04 & 50-368/90-04 on 900129-0202. Violations &
deviations noted.Major areas inspected: radiological control program.including radi-
ation protection, radioactive effluent releases & low level radwaste.
BAER.R.E., NICHOLAS.J.B., PAUL.R.A. Region 5, Ofc of the Director. 90/03/23.
30pp. 53907:250-53907:279.

9004260013 NRC info Notice 90-031, "Update on Waste Form & High Integrity Contain-
er Topical Rept Review Status, Identification of Problems W/Cement Solidification &
Reporting of Waste Mishaps." Svc list encl.

BANGART.R.L Division of Low-Level Waste Management & Decommissioning (Post
870413). 90/05/04. Consolidated Edison Co. of New York, Inc. 101pp. 53753:001-
53753:103.

9005140278 Forwards summary of util exercise critique board evaluation of Radiological
Emergency Preparedness Exercise REX-90,per Insp Repts 50-313/90-08 & 50-368/
90-08.

EWING.E.C. Arkansas Power & Light Co. 90/05/04. MARTIN.R.D. Region 4, Ofc of
the Director. 17pp. 53816:190-53816:206.

9005110091 Forwards Insp Repts 50-313/90-07 & 50-368/90-07 on 900403-06.No vio-
lations or deviations noted.Rept does not include specific insp followup for any diag-
nostic evaluation team findings.

COLLINS.S.J. Region 4, Ofc of the Director. 90/05/07. CARNS.N.S. Arkansas Power
& Light Co. 3pp. 53812:230-53812:241.

-9005110092 Insp Repts 50-313/90-07 & 50-368/90-07 on 900403-06-No violations or
deviations noted.Major areas inspected: previously identified insp findings.
HUNTER.D.R,, GAGLIARDO.J.E. Region 4,  Ofc of the Director. 90/05/07. 9pp.
53812:233-53812:241.                                                                                                ^

9005230178 Responds to violations noted in Insp Repts 50-313/90-05 & 50-368/90-
OS.Corrective actions:personnel involved received counselling re incident & operations
personnel being trained on significance of surveillance requirements.
EWING.E.C. Arkansas Power & Light Co. 90/05/07. Document Control Branch (Docu-
ment Control Desk). 3pp. 53915:321-53915:323.

9005030120 NRC Info Notice 90-033, "Sources of Unexpected Occupational Radiation
Exposures at Spent Fuel Storage Pools." Svc list encl.

ROSSI CE   Division of Operational Events Assessment (Post 870411). 90/05/09.
Consolidated Edison Co. of New York, Inc. 103pp. 53742:100-53742:202.

9005170126 Forwards civil penalty in amount of $50,000 for violations noted in Insp
Repts 50-313/86-23 & 50-368/86-24 re environ qualification of electrical equipment
important to safety. Comprehensive corrective actions undertaken.
CARNS.N.S. Arkansas Power & Light Co. 90/05/09.  Ofc of Enforcement (Post
870413). 4pp. 53855:345-53855:348.

9005240165 Corrects 900309 Itr re completion of security perimeter improvement
pro]ect,per Insp Repts 50-313/87-31 & 50-368/87-31.Design change package ad-
dressing perimeter & interior lighting scheduled to be onsite late Summer 1991,
EWING,EC. Arkansas Power & Light Co. 90/05/09. BEACH.B. Region 4, Ofc of the
Director. 2pp. 53908:187-53908:188.

9005040137 NRC Info Notice 90-034, "Response to False Siren Activations." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/10.
Consolidated Edison Co. of New York, Inc. 99pp. 53753:204-53753:302.

9005230100 Forwards Insp Repts 50-313/90-11 & 50-368/90-11 on 900423-27 & notice
of deviation.

COLLINS.S.J. Region 4, Ofc of the Director. 90/05/14. CARNS.N.S. Arkansas Power
& Light Co. 3pp. 53919:282-53919:301.

-9005230103 Notice of deviation from insp on 900423-27.Deviations noted: lack of spe-
cific identification of appropriate post-accident monitoring instruments in control
room.per Rev 2 to Reg Guide 1.97.

*  Region 4, Ofc of the Director. 90/05/14. 2pp. 53919:285-53919:286.

-9005230105 Insp Repts 50-313/90-11 & 50-368/90-11 on 900423-27. Deviations
noted.Major areas inspected:licensee programs to implement guidance in Reg Guide
1.97 for post-accident monitoring instrumentation.

WAGNER.P.C., PAULK.C.J., STETKA.T.F. Region 4, Ofc of the Director. 90/05/10.
15pp. 53919:287-53919:301.

9005230171 Ack receipt of 900509 Itr & payment of civil penalty in amount of $50,000
imposed by NRC 900417 order.

LIEBERMAN,J. Ofc of Enforcement (Post 870413). 90/05/18. CARNS.N.S. Arkansas
Power & Light Co. 1p. 53892:300-53892:300.

9005180001 NRC Info Notice 90-036. "Apparent Falsification of State of CT Weight
Certificates." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/24.
Consolidated Edison Co. of New York, Inc. 99pp. 53928:001-53928:099.

9005180095 NRC Info Notice 90-037, "Sheared Pinion Gear-to-Shaft Keys in Llmitorque
Motor Actuators." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/24.
Consolidated Edison Co. of New York, Inc. 103pp. 53903:278-53904:020.

R. Periodic operating reports & related correspondence

9005080065 "1989 Annual Environ Radiological Monitoring Rept." W/900430 Itr.
FISICARO.J.J. Arkansas Power & Light Co. 89/12/31. 69pp. 53752:143-53752:211.

9004270304 Monthly operating rept for Mar 1990 for ANO-1 Unit 2.W/ 900416 Itr.
WHITT.M.S., FISICARO.J.J. Arkansas Power & Light Co. 90/03/31. 6pp. 53632:167-
53632:172.

9004300221 Forwards errata to semiannual effluent release rept for Third & Fourth
Quarters 1989 re radiation dose data.

FISICARO.JJ. Arkansas Power & Light Co. 90/04/16. Document Control Branch
(Document Control Desk). 2pp. 53836:154-53636:156.

-9004300222 Errata to 1989 cumulative dose data:public activities inside site boundary.

*  Arkansas Power & Light Co. 89/12/31.1p. 53636:156-53636:156.

9005220292 Monthly operating rept for Apr 1990 for Arkansas Nuclear One Unit 2.W/
900515 Itr.

WHITT.M.S., FISICARO.J.J. Arkansas Power & Light Co. 90/04/30. 6pp. 53902:198-
53902:203.

S. Reportable occurrences, LERs & related correspondence

9004270319 LER 90-009-00:on 900323,determined that inadequate channel functional
test performed on 480-volt ESF undervoltage relays.Caused oy change in current in-
dustry practices re level of testing.New testing procedure wrltten.W/900423 Itr.
MILLAR.D., EWING.E.C. Arkansas Power & Light Co. 90/04/23. 5pp. 53602:316-
53602:320.                                                                                                 v

9005090369 LER 90-002-01 :on 900131,errors identified in calculation used to establish
calibr tables for steam generator water level transmitters.Errors in original calculation
not identified.Calibr procedures revised.W/900501 Itr,

MILLAR.D., EWING.E.C. Arkansas Power & Light Co. 90/05/01. 5pp. 53767:040-
53767:044.

9005090378 LER 90-010-00:on 900401 personnel failed to complete control element as-
sembly position log.Caused by surveillance program deficiencies & lack of mgt
involvement.Shift bnefing completed & procedure change incorporated.W/900501 Itr.
SAULSBERRY.D.B., EWING.E.C. Arkansas Power & Light Co. 90/05/01. 4pp.
53754:053-53754:056.                                                              a                                    HH on engineering program improvements & design basis
